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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 01449 251522Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

251550 044652/43 

P R 25 1400Z FEB 77 
FM AMEMBASSY ANKARA 
TO USDOC WASHDC PRIORITY 
SECSTATE WASHDC 6576 
INFO AMEMBASSY ATHENS 
AMEMBASSY BRUSSELS 
AMCONSUL ADANA 
AMCONSUL ISTANBUL 

UNCLAS ANKARA 1449 

E.O.l 1652: N/A 
TAGS: BEXP, BTIO, TU 

SUBJECT: FOREIGN GOVERNMENT TENDER: MAJOR PROJECT - PREQUALIFICATION 
FOR 380 KV POWER TRANSMISSION LINES 

REF: ANKARA 1433 NOTAL 

1. 489/0 1/T0031 
2. 022577 

3. M. ISHAKBEYOGLU 

4. 489 TURKEY 

5. N. 

6A. SUBMIT PREQUALIFICATION APPLICATIONS TO - 
6B. — 

6C. TURKISH ELECTRICITY AUTHORITY GENERAL MANAGEMENT (TEK) 

NETWORKS DIVISION 
NECATIBEY CADDESI 3-5 
SIHHIYE - ANKARA - TURKEY 

7. 612.4/H.82, H. 83-801/413-1123 

8. 032277 
9.201 

10. 99182XX - 992204 - 36122XX - 3441371 - VALUE NOT KNOWN. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 01449 251522Z 

THE PROJECT CONSISTS OF: 

A) COMPLETE DESIGN, FABRICATION AND ERECTION OF TOWERS AND 
WIRE STRINGING FOR 380 KV ISTANBUL BOSPHORUS CROSSING 
(BOSPHORUS CROSSING H) TRANSMISSION LINE; 

B) COMPLETE DESIGN, FABRICATION AND ERECTION OF TOWERS FOR 
380 KV IKITELLI - BOSPHORUS CROSSING II (30 KM) AND 

BRANCH LINE JOINT- ALIBEYKOY (4 KM) TRANSMISSION LINES; 
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C) COMPLETE DESIGN, FABRICATION AND ERECTION OF TOWERS FOR 
380 KV BOSPHORUS CROSSING II - UMRANIYE (20 KM) 

TRANSMISSION LINE; 

D) COMPLETE DESIGN, FABRICATION AND ERECTION OF TOWERS FOR 
380 KV ELBISTAN - ANKARA (460 KM) TRANSMISSION LINE. 

11. (A), (B), AND (C) ABOVE WILL BE FINANCED BY IBRD AND 
(D) BY EUROPEAN INVESTMENT BANK. ONE COPY OF 
PREQUALIFICATION DOCUMENT AIRMAILED TO USDOC. 

MACOMBER 


UNCLASSIFIED 


NNN 
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